see the mine map and that he had come to see the mine map again
on the basis of statements by two other inspectors to the ef-
fect that SOCCO would make the map available.  Bowers stated
that he was not familiar with the problem and suggested that
Satterfield discuss the matter with some of the inspectors
whose help he had previously sought (Dep. 32-33} .

9.  After Satterfield had returned home on June 19 with-
out being able to see the map, he again called Raymond Ash at
home to inform him of his most recent unsuccessful efforts to
see the mine map.  Satterfield1 s call to Ash resulted in
several other phone calls involving Frank Bowers, who was the
MS HA inspector on mine property at that time, an<3 Mike Resetar,
a SOCCO employee who worked in SOCCO1s Safety Department.
Subsequently, Resetar called Satterfield to tell him that he
was checking to see if someone would be available the next day
to show Satterfield the map.  Bowers then called Satterfield
and told him to be at the mine at 7 p.m. the next day, June 20,
and someone would show him the map (Dep. 34) .

10.  When Satterfield went to the mine on June 20, John
Riley was near the gate with the map and other persons pres-
ent were the security guard, Mike Resetar, Frank Bowers, and
the UMWA walk-around representative, Henry Metz (Dep. 55).
Riley laid the map on the hood of a pickup truck and pointed
to two little squares on the map which had been placed there
to indicate the location of his home and the house in which
his mother lives.  Riley would not answer any other question
which Satterfield asked him, such as inquiries about the loca-
tion on the map of a church, a new air shaft, and projection
of the longwall panel.  Satterfield subsequently discussed
what he had seen on the map with his mother.  Other people

who live in the area or travel the road have asked him whether
the longwall had mined under his house and he told them that
SOCCO had mined under his house, but not with the longwall.
One of Satterfield's neighbor's told him that a SOCCO official
had contacted him and that he believed his house would be on
the surface above SOCCO's next mining panel (Dep. 37-38).

11.  As indicated in Finding No. 8 above, Frank D. Bowers
is the MSHA inspector who was present at SOCCO's mine on

June 19, 1984, when Satterfield came to the mine for the
second time and was unsuccessful in being shown the mine map
(Dep. 57; 59).  Bowers talked to Satterfield on the phone
after the guard refused to allow Satterfield to go on mine
property.  Satterfield wanted Bowers to issue a citation for
SOCCO's refusal to show him the mine map, but Bowers declined
to do so until he had obtained additional information.  Sat-
terfield became angry and hung up and Bowers "sort of forgot"
(Dep. 59) the matter until he received a call from Ash, his
supervisor, who told him to check into the map situation anddifficulties he had had in trying toned  by  Durden  on  June   1,   and  without   a   radar   liylit."
